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THIS 1S UNEVALUATED INFORMATION 


1 Dipl. Ing. Guenther Dobke, Germen chief of tho Rectifier Bureau has left 
and obtained a2 position with the AXG Berlin N 58, Bronnenstrasre. The 
Soviet managenent of the Rectifier Burcau tried to percuads Dobke to stay 
on and offered him wide concessions. Acting Chief for Dobke now is Herr 3 
Filbrich, who is in charge of tho cepvartrent dealing with Ersatzpruefschal tung ake 
at the Rectifier Bureau, , , 


em In the beginning of 1950, the Rectifier Burcau is expected to move to the 
. premises of the Varta Akkumilatoren-Fabrik » Berlin-Oberschoeneweido, : 

Wilhelminenhofstr, 6€-69, which belongs to the SAG "Kabel. The Rectifier 
Bureau is expected to expand into a rectifier plant with a yearly production 
capacity of 300 rectifiers and to heve at its dispose] 16 pump stends ze 
against two now availeble. This rectifier plant is exmected to work in two 
shifts, with one shift in reserve which is to ba enployed whenever the necessity 
should arise, Tha new plant will becone part of a Soviet corporation, most 
likely the SAG "Kabel". The latest rumor, however, has it that the Rectifier . 
Bureau will ostablish itself on the premises of tha Apparatefabriken Treptow, 
Hoffmannstr. 15=23 which belongs to the CAG Igolyator., As markets for the. 
300 rectifiers produced yearly the USSR and Soviet satellite countries are | 
considered. It is not expected that the rectifier plant will start production 
before spring 1950 because so fer no preparations at ell have been made for 
the procurenent of additional machinery end instaliatione. Sugvestions for 
converting the Rectifier Bureau inte a factory have already been worked out 
hy Dipl. Ing. ichecker*who is in charge of planning at the Rectifier Bureau. 


25X1 Comient: Did. Ing. Hiechacker formerly wes production chief of the 
Sienens<{chuckert plant in Rochlitz.. 


to 
reby regraded 
i ordance with the 


This document is h 


NFEIDENTIAL in acc pid 
ssi ot 16 October 4978 from 


i e 
Director of Central ite to th 
Archivist of the United States. 


Next Review Date: 2008 


al 
ww 


DISTRIBUTION 


Approved For Release 2003/08/11 : CIA-RDP82-00457R003700500010-9 


